(Evidence EP19EOa, Falls with Injury, Inpatient) 


Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Blended Acuity 
Unit: Daly 6B Medical Intercare CC 425 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 
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If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Blended Acuity 
Unit: Mass Mutual 5 CC 068 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 
Academic Medical Centers-Mean 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Critical Care 
Unit: Heart and Vascular Critical Care/Surgical Trauma ICU CC B064 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.13 0.14 0.16 0.14 0.14 0.14 0.12 0.15 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Ppress GANEY NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Critical Care 
Unit: ICU - Medical/Neuro CC 423 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.13 0.14 0.16 0.14 0.14 0.14 0.12 0.15 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Med-Surg Combined 
Unit: Daly 5A CC 580 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.66 0.63 0.50 0.58 0.57 0.59 0.60 0.65 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Med-Surg Combined 
Unit: Mass Mutual 6 CC 066 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.66 0.63 0.50 0.58 0.57 0.59 0.60 0.65 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Med-Surg Combined 
Unit: Springfield 1400 CC R214 (Through Q2, 2023) 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 
Academic Medical Centers-Mean 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Med-Surg Combined 
Unit: Wesson 3 CC 420 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.66 0.63 0.50 0.58 0.57 0.59 0.60 0.65 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Daly 6A CC 612 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Mass Mutual 7 CC 065 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Springfield 1400 CC R214 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY* NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Springfield 2 CC 519 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Springfield 3 Oncology CC 464 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 


© 2024 Press Ganey Associates, LLC 


Ppress GANEY NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Springfield 6400 CC 797 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Medical 
Unit: Wesson 4 CC 415 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.64 0.70 0.70 0.67 0.63 0.70 0.61 0.64 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Moderate Acuity 
Unit: South Wing 5 (SW5) CC 430 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 
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If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Psychiatric 
Unit: APTU (Adult Psych Treatment Unit) CC 521 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 
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If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Compared by: 
Peer Group: 
Unit Type: 
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Measure: 


PRESS GANEY 


Baystate Medical Center 


Bed Size by Teaching 

Bed Size >=500; Academic Medical Centers 
Adult Step Down 

NIU Neuro Intermediate Unit CC 067 
Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 


NDNQI” 
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If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY* NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Surgical 
Unit: South Wing 6 (SW6) CC 529 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.56 0.46 0.48 0.46 0.47 0.41 0.52 0.54 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Adult Surgical 
Unit: South Wing 7 (SW7) CC 433 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 
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If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Compared by: 
Peer Group: 
Unit Type: 
Unit: 
Measure: 
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PRESS GANEY 


Baystate Medical Center 


Bed Size by Teaching 
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Labor and Delivery (LDRP) CC 818 

Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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0.32 0.00 0.00 0.00 0.34 0.00 0.00 0.00 

0.04 0.25 0.06 0.25 0.04 0.19 0.08 0.00 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 


documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Level II Neonatal - Intermediate Care 
Unit: Continuing Care Nursery CC 416 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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Unit 0.00 0.00 0.00 0.00 0.00 0.00 0.00 0.00 


NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.00 0.00 0.00 0.00 0.00 0.00 0.00 0.00 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Level III Neonatal - Critical Care 
Unit: Neonatal Intensive Care Unit CC 414 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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Unit 0.00 0.00 0.00 0.00 0.00 0.00 0.00 0.00 


NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.00 0.01 0.00 0.00 0.00 0.00 0.00 0.00 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Mother/Baby 
Unit: Wesson 2 CC 412 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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Unit 0.00 0.00 0.00 0.00 0.00 0.00 0.00 0.00 


NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.06 0.08 0.05 0.09 0.07 0.06 0.05 0.05 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Pediatric Critical Care 
Unit: Pediatric Intensive Care Unit CC 501 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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Unit 0.00 0.00 0.00 0.00 0.00 0.00 0.00 0.00 


NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.09 0.03 0.00 0.06 0.19 0.04 0.09 0.05 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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Ppress GANEY' NDNQI” 


Baystate Medical Center 


Compared by: Bed Size by Teaching 
Peer Group: Bed Size >=500; Academic Medical Centers 
Unit Type: Pediatric Med-Surg Combined 
Unit: Children and Adolescents CC498 
Measure: Injury Falls Per 1,000 Patient Days 


Measure Compared to Mean 
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NDNQI- Bed Size >=500; 


Academic Medical Centers-Mean 
0.40 0.45 0.26 0.41 0.24 0.35 0.45 0.43 


If the number of units or hospitals is less than five, comparison data are suppressed to maintain confidentiality. If the number of units or hospitals is less than 20, 
comparison data may vary substantially over the time period and should be used with caution. For additional information, please refer to NDNQI reference 
documents. 
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